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In the course of a reorganisation which took place on a January i.9r>V 

U ; e Planning and Construction Office for Power (Prooektaerungs- ant. 

Konst ruktionsbuaro, Enorgie) (PKE) was amalgam tea «j 

that time the .wabor of perconnel has mounted to ahou» 2jO 

ooi cons, of which approximately 60 percent are graduate or 

technical engineer? and technicicno or technical o raft ..men. Tlx 

Dts.ining personnel arc clerical earn! oyees , typists, etc. 

PEE is divided into the following departments (Abteilungen) s 

o Bonortnent 7A 1 - Conctruction of turbine housings, shafts, 
btm-iiiru crl stuffing boxes (atopfbuechsen) , The department 
moioyn abtut 40 ocopie. The department chief is Dipl. Ing . 
Gieseler (.nu), who was formerly with AEG; ho lives in .cat 
Berlin , 

B. Bc-ocrtment TU XI - Construction of rotor blades end entrance 
buckets ( L :ri t schauf eln) f noasles ( Due sen ), rims (Kreerze), 
distributors and nozzle tops ( Dues end e eke i ) ~ The departnen^ 
k consists of 22 persons and is headed oy Ing» Kliemann (fnu) v 
formerly v.. til AEG* Kliemenn is a menber of the 3 FT and moved 
from lest Berlin to 3a st Berlin, where he no%? resides* 

0j Department Til 111 - Construction of regulators. The department 
employs persons , It is headed by Ins* Craui (fnu)» formerly 
with BBi-, 

d Bcnr .2 ; ment Tl«t IV - Construction of electric generators* The 

department chief is Inc*. Kordes (fnu) formerly v;ith AGO. The 
department employs Y perrons,. 

' (}a Department Tu V - Construction of steam- condense* tion inotal lotions 
Tir 3 department consists of 50 percon. 3 ; it is headed by ln£> huroch 
\ zm ip former! y vv i t h f H 0 <, 

p tj report meat TIT VI - Construction of oil linos,. This department 
vau founded only a short tine ego* formerly belonged to TJX V 
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go Department TB (Technisohes Buero - Technical Office) - Mathematical 
physical calculations for all other departments are done in Shis 
office* The department is under the supervision of Dr, Kybi {fnu)* 
formerly with AEG, Kybi is & member of the SEB and moved frox 
lest Berlin to East Berlin in about June 1953- The TB office 
employs about 10 people* 

2 

ho Department WB*(ftaermetechnische Berechnung - Thermo-technical 

calculations) - This department is under the supervision of })ipl» 
Ingo Kaeetler (fnu). Ten people aro in the d apartment , 

i w Department TB I (Metallurgy Department) - This department la 
responsible for materials which ere to be used. At present, it 
consists only of the department chieft Ing* Nickel (fnu)-»snd :Cn$„ 
Fassler (fnu)* Passlar was formerly in the United States* 

i* Department for Electrotechnical Experiments - This department 
consists of five persons. The department chief i \ In/-'* Eain:. sch 
(fnu). 

k c Department for the Construction of Installations - The department 
is headed by Ing* Jung (fnu)- Eight people work in the department. 

Department TV ( Angebotsabteilung) - This office is responsible for 
orders (Eostellungen) * official trips for the supervision of 
orderfi (Auftraege), and the order direction office (Auftragafe telle) 
It consists Of 12 persons* The head of the department is In/-- , 
Gchuls-Plink (fnu,-* who lives in lest Berlin, 

Department Standards Office - This department consists of 10 men 
and is headed by Ing* Qhle (fnu)* 



The following are the types of machines which are unciJ^ development 
at PKE: 


a. 


Nov/ development of a bleeder and condensation turbine with a 
capacity of 1 » 600 k\V , 

New development of a 5*000 k.V unit turbine (Einheits turbine) - 
tn.i'.s machine is being developed in the Dresden office. 

New development of an 8,000 kI7 steam turbine (back-pressure type). 

Now development of an 8,000 k\V bleeder and condensation turbl xe 

New development of a 12 , 500 kV 7 condensation turbine 

Now development of a 20*000 kY/ condensation turbine 

New development of a 25,000 kl of a series-resistance turbine 

(Vorschalt turbine) for 126 atu 

New development of a 32 , 000 k’V condense ti on turbine 

New development of a 50*000 kV7 af ter-turbine ( Na ch&chalt turbf ne ) * 
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, structural units for turbines (Turbinanbau) are delivered to PKifi b> 
B»rgnann-Borsig» Maschinenf abrik Ooerlitz (Y.TIKAG > and 51asohi.nen.eb; 

S«S”o». K.auUrt, Itolngi.. d.U«« 

cooling systems for generators are supplied oy u-n, berlm Lichten 
Th» "erk Suhl in Thuringia delivers eillod turbine d,.p<ibs o _ * 

AU cooperation with plants on important affairs are conduct** tM 
the -.lain Adoiniatreticn for Tower of the Ministry for aach ne Ccnfi 
■tion. On less important matters »PKE negotiates directly w.tht..o 

ing fira« Heavy machine installations arc constructed for PK- v 
Berfmann-Borsic exclusively * 

C Of th® 25,000 kT condensation turbine installations developed at t 
three have thus far been ordered by the USSR. FKE has also engage 
in repair work on former German steamers which sank m the <**1 *•••-, 
and were salvaged by the Hus&iane. l’he following are the ships ih 
questions 

„ ngnsoVIKT - T‘ho starboard and port turbines cere completely 

repaired, tba blades of the turbines were replaced, and one s: • 
of reserve Bladen was provided * 

b* GOVISTUftlOH - Same type of repairs as on the brPISuVlBiV 

... M)2*HAXSKI tyce oi repairs as on the LENoUViE*. 

y.; TIT OALSTEF - This ship was a former German ces ! :roy or equipped 
with a turbine for destroyers. The same type of repairs cere wade 
as on the LEHGCYIETo 


f fluently a'l orders which concern the East German power pro c^aa h 
U -r. routed through IKE. For this purpose a special department 
Dens rtiaent TV , «ae established. This office supervises and dire< 
all such orders. One of it? primary tasks is to tame into c,. 4 .,_, 
capacity of delivering firms ana the amounts 01 orders tlnce< 
with them. Travailing engineers of thin office are 
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for determining the degree of urgency ox orders .or repan*. 
of repair orders is conducted vith the joint approval of the Do* 

TY, the Uei.ii xdiainls tret ion for l ov/er and the individual p 
managers of the factories concerned. 

The Russians interfere with PEE activities only when they concert orders 
for the USSR. For this purpose the Russians maintain construction 
inspectorates (Bauanf sichten > which work in cooper- 1. ion wi uh to® 
ministries in Kosoov;. Plans for the inspect orate mu st to m t^o 
Pus si an language and are approved by the Isoscow amis try *> Hussion 
construction inspectorates for the repair work, on the acove-nent wed 
chips were maintained in Rostock* .Msniftr * find \ amexriuende » Xhosr ; «*re 
seldom direct negotiations between Russian personnel and employes of 
PICE a 

I Comme nt i Sentrnles Koris tr ukticn aboard « G«mtnuL Constriction 


25X1 A 2 . : The abbreviation for this department not certriru 

25X1 A ^ V£B tafttechniacho Anl&gen Berlin* Ber ljj^Idi'ht^aher g * 
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